VIBROKEYER 


Amount Part 
(Price x Quantity) Number 

VK-29 1005 
VK-30 1002 
VK-30a 1001 
VK-31 8026 
VK-32 8011 
VK-33 8012 
VK-34 8024 
VK-40 8020 
VK-41 8021 
VK-42 7024 
VK-42a 7026 
VK-43 8000 
VK-44 8006 
VK-45 8005 
VK-46 4014 

VK-A 408.1 

VK-B 310 
VK-BA 312 
VK-C 406 

CP3 


Part Part Price Qty 
Number Name 
VK-1 4000 |Finger Piece-Red 9.00 
VK-1a 4002 |Finger Piece Blk 9.00 
VK-2 4001 |Thumb Piece-Red 700 
VK-2a 4003 |Thumb Piece Blk 7.00 
VK-3 4026 |Thumb Piece Screw 1.50 _ 
VK-4 4005 |Dash contact screw 2.00 — 
VK-5 4013 jLever Contact Washer 2.00 — 
VK-6 4008 |Contact Slide 400 — 
VK-7 4009 |Silver Contact Point 
(see Note #2) 5.00 wd 
VK-8 4006 |Dash Coil Spring 3.00 os 
VK-9 4007 |Dash coil tension 
Spring Nut 4.00 

VK-10 3006 Yoke 14.00 
VK-11 4015 |Trunion Pin (Del) 8.00 
VK-11a | 4016 |Trunion Pin (Std) 6.00 
VK-12 4021 |Dot Coil Spring 400 — 
VK-13 3002 |Lever Bar 32.00 
VK-18 4010 |Contact Screw 400 — 
VK-19 1013 |Locknuts 400 
VK-20 4011 |Short Contact Post 8.00 
VK-22 8035 jNylon Insulator 1.50 —_ 
VK-23 8023 |Insulation strip screw 150 
VK-24 1011 jLever Stop Screw 400 — 
VK-25 1012 |Dot coil spring 

Tension Screw 400 — 
VK-26 8018 |Red Decorative 

Top Piece (Del) 5.00 ane 
VK-27 1004 |Upper trunion screw 

w/,jewel (Del) 11.00 
VK-28 1000 |Mainframe 40.00 oa 
VK-21 8040 |Insulation strip screw 150 

ORDERING INFORMATION 
(Call) 
(Name) 
(Telephone) 
(Email Address) 
Check/Money Order 
Credit Card (Visa, Mastercard, Discover) 


NOTES: 


1. Please supply complete street or post office address. 


(Card Number) 


(Signature) 


Parts List 07/15/2019 


Part 
Name 
'Trunion Lock Screw 
Lower trunion screw 
w/ jewel (Del) 
Upper/lower trunion screw 
w/o jewel (Std) 
Mainframe screw 
Binding Post nut 
Binding Post Collar 
Binding Post Collar Screw 
Rubber Feet (each) 
Rubber Foot Screw 
Chrome Base (Del) 
Black Base (Std) 
4 3/8" Contact Strip 
4 3/8" Insulation strip 
1 5/16" Contact strip 
Dot Slide Screw 
ASSEMBLIES 
Dot/dash contact slide 
includes VK-7 & VK-6 
Lever arm includes VK-10, 
MK-11, VK-12 & VK-13 
Lever arm includes VK-10, 
MWK-11a, VK-12 & VK-13 
Contact post includes 
WK-7, VK-I8, \WK-19, VK-20 
Cord and Plug - 3 Plug 
1/4" OR 3.5mm plug (circle) 


Price 


1.50 


11.00 


5.00 
1.50 
4.00 
4.00 
1.50 
2.00 
1.50 
70.00 
45.00 
3.00 
3.00 
3.00 
1.50 


9.00 


60.00 


60.00 


26.00 
9.95 


Qty Amount 


(Price x Quantity) 


Shipping and Handling (See Note #5) 


Total Amount Enclosed 


(Date) 


(Street) 


(City) 


(State) 


. If you need new contact points, please refer to our Contact Replacement Service at www.vibroplex.com. 


. Please be sure that the form is legible and completely filled out. We cannot process orders that we cannot read. 


2 
3 
4. If possible, include a day time phone number where you can be reached. Should a problem occur we can contact you. 
5. 


. Small parts minimum for USA shipping is $4.08, Canada $10.05, international $13.82 


The Vibroplex Co Inc. 


(Zip) 


Exp. Date 


1001 N. BROADWAY, KNOXVILLE, TN 37917 USA (865) 309-5073 vibroplex@vibroplex.com 


